SUMMARY OF REPORTS 


COMMITTEE ON HEALTH AND ENVIRONMENTAL PROTECTION TO BE SUBMITTED TO THE 

CITY COUNCIL - September 20, 2018 


Committee Meeting Held: September 18, 2018 

The following Order was recommended "Do Not Pass" 

1. Or2018-80 Revocation of written waiver granted to General Iron Industries, Inc. regarding restriction 
on processing of recyclable materials during evening hours. 

Introduction Date: 02/28/2018 Sponsor: Alderman Brian Hopkins (2) 
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